THE “BEVO” 



Plate F-797-F 

KOHLER “BEVO” Barbers’ Lavatory with com¬ 
bination concealed basin, shampoo and lift waste 
fixture, % inch anti-scalding mixer and supply 
connections for iron pipe, controlling valves, 
china handles, dial and escutcheons, hose and 
spray. 

NOTE—Supply pipes should be fitted with check valves. 

Dimensions and Weight, shown on last inside page. 

Plate F-797-F As described. 

Plate F-797-G Lavatory only, for fixture shown. 

When ordering specify plate number. 


T 

I 

MODERN BATH ROOM 



Plate FF 


F-16 5-ft. Recess “Viceroy” Bath Tub with over 
rim supply and shower, F-271-F “Bevo” Lavatory, 
F-1345 Closet Combination, Built-in Medicine 
Cabinet, Vitreous Hand Rail, Towel Bar, Soap 
Dish, Robe Hook, Toilet Paper Holder, Nickel- 
plated Towel Basket. 






This trade mark is permanently 
imprinted in faint blue in the enamel 
of each piece of Kohler Ware. 




“BEVO” 

LAVATORIES 

(Not shown in catalog K) 


KOHLER CO. 

Manufacturers of 

ENAMELED PLUMBING WARE 
Kohler, Wisconsin, U. S. A. 
Shipping Point: Sheboygan, Wis. 


BRANCH OFFICES 

Boston Detroit St. Paul 

New York Indianapolis Houston 

Philadelphia Chicago Seattle 

Washington, D.C. St. Louis San Francisco 

Pittsburgh London 


BRANCH WAREHOUSES 

Boston . Commercial and Hanover Streets 
New York . . 610-612 West 39th Street 

San Francisco ... 571 Mission Street 
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THE “BEVO” 


THE “BEVO” 


THE "BEVO” 


KOHLER ENAMELED “BEVO” Lavatory for 
building % inch into wall, with slab, basin, patent 
overflow, apron, two depressed soap cups in slab 
and concealed hanger flange cast in one piece; on 
enameled hexagonal leg standard. 



Plate F-271-F 

With combination concealed supply and lift 
waste fixture with % inch anti-scalding mixer and 
supply connections for iron pipe, china handles, 
dial and escutcheon. 

NOTE—Supplies to mixer should be fitted with stops to 
regulate flow of water. Mixer may also be placed above 
waste handle. 

Plate F-271-F As described. 

Plate F-271 Lavatory only, for fixture shown. 

When ordering specify plate number. 



Plate F-272-P 

With combination concealed supply and lift 
waste fixture with compression valves and supply 
connections for % inch iron pipe, china handles, 
dial and escutcheons. 

Plate F-272-P As described. 

Plate F-272 Lavatory only, for fixture shown. 



Plate F-276 

With chain stay bolt. 

Plate F-276 As described. 

When ordering specify plate number. 


DIMENSIONS 

Slab, nominal size. 19x24 inches 

Slab, actual size.19 1 /^x24 inches 

American basin, rear outlet. 12x15 inches 

Depth of apron. 5 inches 

Approximate shipping weight, less fitting: 

With leg standard.145 pounds 

Without leg standard.100 pounds 



Plate F-275-P 


With combination supply and lift waste fixture 
with compression valves, china handles, knob and 
escutcheons. 

Plate F-275-P As described. 

Plate F-275 Lavatory only, for fixture shown. 
When ordering specify plate number. 












ROUGHING-IN MEASUREMENTS 
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Center to center of hanger lugs. . 
Center of hanger to top of apron 
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This trade mark is permanently 
imprinted in faint blue in the enamel 
of each piece of Kohler Ware 


“DERBY” 

LAVATORY 

(Not shown in Catalog “K"') 


KOHLER CO. 

Manufacturers oi 

ENAMELED PLUMBING WARE 

Kohler, Wisconsin, U. S. A. 


Shipping Point: Sheboygan, Wis. 


BRANCH OFFICES 


Boston 
New York 
Philadelphia 
Pittsburgh 
Detroit 


Indianapolis 
Chicago 
St. Louis 
St. Paul 


Houston 
Los Angeles 
Seattle 

San Francisco 
London 


BRANCH WAREHOUSES 


Boston 
New York 
San Francisco 


Commercial and Hanover Streets 
. 610-612 West 39th Street 
. 571 Mission Street 





















THE “DERBY” 


KOHLER Enameled ‘‘Derby” Lavatory with 
slab basin, back and apron cast in ONE PIECE, 
on concealed hanger. 

DIMENSIONS. 


Slab, nominal size.17x21" 

American basin, rear outlet.11x14" 

Height of back. 8" 

Depth of apron. 4 Vz" 


Approximate shipping weight, less fittings, 80 pounds. 



Plate F-336 


With patent overflow, depressed soap cup in slab and 
chain stay bolt. 


When ordering specify plate number. 


THE “DERBY” 



Plate F-33G-D 
With secret waste. 

Plate F-336-D As described. 

Plate F-336-E Lavatory only, for fittings shown. 



Plate F-336-V 


With patent overflow, depressed soap cup in slab and 
lift waste. 

PlateT-336-V As described. 

Plate F-336-W Lavatory only, for fittings shown. 
When ordering specify plate number. 











THE “GENEVA” AND “DELAVAN” 


FOUNTAIN FITTINGS * 




KOHLER ALL OA ER ENAMELED ‘‘Geneva’’ Recess 
and “Delavan” Flat Back Drinking Fountains. 

DIMENSIONS 




“GENEVA” 

“DELAVAN 

Height 

over all. 

.... 23 %" 

24" 

Width 

of back. 

.... 1314" 

13%" 

Wall to front. 

.... 7%" 

10 

Height 

of back. 


is y 8 " 

Recess 

in wall. 

.... 3%" 

Shippin 

g weight, pounds. . . 


50 




The “GENEVA” 
Complete with china non¬ 
squirting b u b b 1 e r, with 
nickel plated brass swing 
arm with flow regulator, 
china indexed push button 
valve, 1 % " “P” trap and 
strainer. 

Plate F-991-A As described. 
Plate F-991 Fountain, 

less bubbler and trap. 

“Geneva” fountain, com¬ 
plete with fittings as for 
F-995-A “Delavan” foun¬ 
tain. 

Plate F-989-A As described. 
Plate F-989 Fountain, 

less faucet and trap. 


The “DELAVAN” 
Complete with nickel plated 
brass self-closing faucet, 
combination glass holder and 
strainer and 3%" “P” 

trap. 

Plate F-995-A As described. 
Plate F-995 Fountain, 

less faucet and trap. 


“Delavan” fountain, com¬ 
plete with fittings as for 
F-991-A “Geneva” foun¬ 
tain. 

Plate F-997-A As described. 
Plate F-997 Fountain, 

less bubbler and trap. 


When ordering specify plate number. 
5 



PLATE F-2326 

KOHLER china non-squirting 
bubbler with ball bearing nickel 
plated brass self-closing valve, 
flow regulator, and ciina handle, 
adjustable for a continuous flow 
of water. 

Plate F-2326 For pan fountains. 
Plate F-2327 For fountains with 
integral waste strainer. 



PLATE F-2330 

KOHLER china non-squirting 
continuous flow bubbler with 
nickel plated brass base, and 
flow regulator. 

Plate F-2330 For ptn fountains. 
Plate F-2331 For fountains with 
integral waste strainer. 



PLATE F-2334, F-2335 

^ Iv 0IIL E R galvanized 
%" iron combined sup¬ 
ply and 1 Vfc" waste pipes 
for pedestal drinking 
fountains. 

Sizes 30" 36" 

Plate F-2334 For enam¬ 
eled pedestal foun¬ 
tains. 

Plate F-2335 For pipe 
standard fountains. 


Above bubblers can be furnished with loose key stops. 
Inlets on F-2326 and F-2330 bubblers have %" iron pipe 
male threads. Bases on F-2327 and F-2331 bubblers do 
not have shanks and locknuts, and inlets have %" iron 
pipe female threads 


When ordering specify plate number and size. 


3618-4 
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This trade mark is permanently 
imprinted in faint blue in the enamel 
of each piece of Kohler Ware. 


ENAMELED 

DRINKING 

FOUNTAINS 


KOHLER CO. 

Manufacturers of 

ENAMELED PLUMBING WARE 
Kohler, Wisconsin, U. S. A. 
Shipping Point: Sheboygan, Wis. 


BRANCH OFFICES 


Boston Detroit 

New York Atlanta 

Philadelphia Indianapolis 

Washington, D.C. Chicago 
Pittsburgh St. Louis 


St. Paul 
Houston 
Seattle 

San Francisco 
London 


BRANCH WAREHOUSES 

Boston . Commercial and Hanover Streets 
New York . . 610-612 West 39th Street 

San Francisco . . 571 Mission Street 




































THE “WABASH" AND “TULARE” 


KOHLER Enameled Pedestal Drinking Fountains with 
integral waste strainer. 

DIMENSIONS 


“WABASH” “TULARE” 


Sizes, floor to top or rim. . 
Diameter of bowl (outside) 
Depth of bowl (inside. . . . 
Shipping weight, pounds... 


30" 

36" 

30" 

36- 

15% " 

15 % " 

9" 

9 

3 % " 

3 y 2 " 

2 

2%- 

105 

115 

40 

50 




The “WABASH” 


The “TULARE” 


“WABASH” 

On enameled pedestal. Complete with F-2327 self-clos¬ 
ing bubbling valve and F-2334 supply and waste pipes. 

Plate F-951-A As described. 

Plate F-951 Fountain, with bubbling valve only. 

“TULARE” 

On painted iron standard and base. Complete with 
F-2331 continuous flow bubbler and F-2335 supply and 
waste pipes. 

Plate F-955-A As described. 

Plate F-955 Fountain, with bubbler only. 

Can furnish above fountains with inside of bowl only 
enameled, and with either self-closing or continuous flow 
bubblers. 

For complete description of bubblers and supplv and 
waste piping see page 6. 

When ordering specify plate number and size. 
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THE “TAHOE” AND “YOSEMITE” 

KOHLER Enameled Drinking Fountains with integral 
waste strainer. Complete with china continuous flow bub¬ 
bler, with nickel plated brass base, combined %" supply 
and 1 waste connections, with loose key stop. 

DIMENSIONS 

Diameter of bowl (outside) 9" Depth of bowl (inside) 2%" 
Shipping weight: “Taioe” 20 pounds; “Yosemite” 15 
pounds. 



The “TAHOE” The “YOSEMITE” 


Plate F-957-A As described. Plate F-959-A As described. 

Plate F-957 Bowl only. Plate F-959 Bowl only. 

Can furnish above fountains inside only enameled, and 
with trap to wall instead of waste pipe. 


THE “MONTELLO” 

KOHLER Enameled Drinking Fountain on concealed 
brackets. Complete witl. F-2326 self-closing bubbling valves. 
%" supply piping with loose key stop, 1%" “P” trap and 
strainer. 

DIMENSIONS 

Sizes.30" 42" 54" 

Number of bubbling valves. 2 3 4 

Shipping weight, pounds. (50 80 105 

Width of fountain, 13Depth inside at outlet. 2 1 /.". 



The “MONTELLO” 

Plate F-961-A As described. 

Plate F-961 Fountain, with strainer and tailpiece only. 

Can furnish above fountains with either self-closing or 
continuous flow bubblers. 

For complete description of bubblers see page 6. 

When ordering specify plate number and size. 
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THE “HURON” 

KOHLER Enameled Drinking Fountain on concealed 
hanger. Complete with two china non-squirting bubblers 
with nickel plated brass swing arms with flow regulator, 
china indexed push button valves, self-closing faucet, 1 %" 
“P” trap and strainer. 

DIMENSIONS 

Size 18x30x6", Back 12", Shipping weight 125 pounds. 



Plate F-972 Fountain, with strainer only. 

THE “CRYSTAL” 

KOHLER Enameled Drinking Fountains on concealed 
bracket - DIMENSIONS 

Height over all 15%" Back: width 18% "; height 12" 
Wall to front 14" Shipping weight 75 pounds. 



The “CRYSTAL” 
Complete with nickel plated 
brass self-closing faucet, 
combination glass holder and 
strainer and 1% " “P” 
trap. 

Plate F-983-A As described. 
Plate F-983 Fountain, 

less faucet and trap. 
When ordering s] 


The “CRYSTAL” 
Complete with china non¬ 
squirting bubble r, swing 
arm, flow regulator, china 
indexed push button valve, 
1*4" “P” trap and strainer. 
Plate F-985-A As described. 
Plate F-985 Fountain, 

less bubbler and trap, 
jcify plate number. 


r 






















KITCHEN SINKS 

KOHLER ENAMELED ONE-PIECE Sinks, with 
strainer and 1 %" tailpiece. 



PLATE F-1009 


r c 

Apron Sink, on con¬ 
cealed hanger. 

T TV/T T? \T Q T n XT CJ 

f c 

k - 

Back, 12" Apron, 6" 




SIZES AND SHIPPING 
WEIGHTS 
18 x 30" 140 lbs. 

20 x 30" 150 lbs. 



Plate F-1009 


PLATE F-1015 

Apron Corner 
Sink, on enameled 
adjustable leg. 

DIMENSIONS 

Sink, 20x30" 22x30" 

Back, 12" Apron, 6" 
Length of Drain Board, 
24" 


Plate F-1015 

Plate F-1013 For left hand corner with right hand drain 
board. 

Plate F-1015 For right hand corner with left hand drain 
board. 

SIZES AND SHIPPING WEIGHTS 

20 x 30" 320 lbs. 22 x 30" 325 lbs. 

Corner sink as above except with roll rim instead of 
apron, on painted adjustable leg. 

Plate F-1050 For left hand corner with right hand drain 
board. 

Flate F-105S For right hand corner with left hand drain 
board. 

SIZES AND SHIPPING WEIGHTS. 

20 x 30" 275 lbs. 22 x 30" 285 lbs. 

Above sinks can be furnished with enameled or painted 
adjustable legs. Legs regularly furnished allow sink ad¬ 
justment from 30 to 36", and special length legs from 36 
to 41" floor to top of rim. 

When ordering specify plate number and size. 
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KITCHEN SINKS 

KOHLER ENAMELED ONE-PIECE Sinks, with 
strainer and 1 %" tailpiece. 

PLATE F-1019 
Apron Corner 
Sink, on enameled 
adjustable leg and 
concealed hangers. 
DIMENSIONS 
Sink, 22 x 30" 
Back, 12" Apron, 6" 
Length of Drain Board, 
24 " 

SHIPPING WEIGHT 

320 lbs. 

Plate F-1017 For left 
hand corner. 

Plate F-1019 For right 
hand corner. 

Corner sink as above except with roll rim instead of 
apron, on painted adjustable leg and concealed hangers. 
Plate F-1054 For left hand corner. 

Plate F-1056 For right hand corner. 

SHIPPING WEIGHT: 285 lbs. 

PLATE F-1060 

Roll Rim Corner Sink, 
on concealed hangers. 

DIMENSIONS: Back, 12" 

SIZES AND SHIPPING 
WEIGHTS 


Plate F-1019 




16 x 24" 
18 x 24" 
18 x 30" 
18 x 36" 
20 x 30" 
20 x 36" 
20 x 40" 


130 lbs. 
140 lbs. 
145 lbs. 
160 lbs. 
165 lbs. 
175 lbs. 
190 lbs. 



Plate F-1060 

Plate F-1058 For left hand corner. 

Plate F-1060 For right hand corner. 

Corner sink as above except with apron instead of 
roll rim, on enameled adjustable leg and concealed hangers. 

DIMENSIONS: Back, 12" Apron, 6" 

SIZES AND SHIPPING WEIGHTS. 

18 x 30" 160 lbs. 20 x 30" 180 lbs. 

Plate F-1023 For left hand corner. 

Plate F-1025 For right hand corner. 

Above sinks can be furnished with enameled or painted 
adjustable legs. Legs regularly furnished allow sink ad¬ 
justment from 30 to 36", and special length legs from 36 
to 41" floor to top of rim. 

When ordering specify plate number and size. 



[' ' ' I'' i. 

O % V;_- u Li —3 u ii Si 

This trade mark is permanently 
imprinted in faint blue in the enamel 
of each piece of Kohler Ware. 


ENAMELED 
KITCHEN SINKS 


KOHLER CO. 

Manufacturers of 

ENAMELED PLUMBING WARE 
Kohler, Wisconsin, U. S. A. 
Shipping Point: Sheboygan, Wis. 


BRANCH OFFICES 


Boston 
New York 
Philadelphia 
Pittsburgh 
Detroit 


Indianapolis 
Chicago 
St. Louis 
St. Paul 


Houston 
Los Angeles 
Seattle 

San Francisco 
London 


BRANCH WAREHOUSES 


Boston 
New York 
San Francisco 


Commercial and Hanover Streets 
610-612 West 39th Street 
571 Mission Street 










































KITCHEN SINK COMBINATION 


KITCHEN SINK COMBINATION 



Plate F-1003 


KOHLER ENAMELED ONE-PIECE Apron Sink 
with right and left hand drain boards, on enameled 
adjustable legs and concealed hangers, with 
strainer and 1 %" tailpiece. 


DIMENSIONS 


Sink, sizes .20 x 30" 

Drain Boards .20 x 24" 

Back. 12" 

Apron. 6" 

Shipping Weights. . . .435 lbs. 


22 x 30" 
22 x 24" 
12 " 

6 " 

445 lbs. 


Plats F-1003 As described 


NOTE—Legs regularly furnished allow sink adjustment 
from 30 to 30" floor to top of rim. Can furnish special 
length legs allowing adjustment from 36 to 41". 


When ordering specify plate number and size. 



Plate F-1005 


KOHLER ENAMELED ONE-PIECE Apron Sink 
with drain board, on enameled adjustable legs 
and concealed hangers, with strainer and 114" 
tailpiece. dimensions 

Sink, sizes .20 x 30" 22 x 30" 

Drain Boards .20 x 24" 22 x 24" 

Back. 12" 12" 

Apron. 6'- 6" 

Shipping Weights. . . .310 lbs. 335 lbs. 

Plate F-1005 With drain board on left hand side. 

Plate F-1007 With drain board on right hand side. 

See note on page 2 regarding legs. 




Plate E-1008 


KITCHENETTE SINK 

Apron Kitchenette Sink 
on concealed hanger s, 
with strainer and l 1 /*" 
tailpiece. 

DIMENSIONS 

Sink .20 x 22" 

Drain Board .20 x 20" 

Length over all. 42 %" 

Back .... 12" Apron .... 6" 
Shipping Weight.... 215 lbs. 


Plate F-1008 With drain board on left hand side. 

Plate F-1008-R With drain board on right hand side. 
Can be furnished with legs as described on page 2. 
When ordering specify plate number and size. 
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KITCHEN SINK COMBINATION KITCHEN SINK COMBINATION 



Plate F-1026 


KOHLER ENAMELED ONE-PIECE Roll Rim 
Sink with drain board, on painted adjustable legs 
and concealed hangers, with strainer and 1V4" 
tailpiece. DIMENSIONS 

gink s i zes 20 x 26" 20 x 28" 20 x 30" 22 x 30" 

Drain ‘ Board ’ ... .20 x 18" 20 x 20" 20 x 24" 22 x 24" 

Hat . k . 12" 12" 12" 12" 

Shipping Weights. . 220 lbs. 230 lbs. 265 lbs. 275 lbs. 
Plate F-1026 With drain board on left hand side. 

Plate F-1028 With drain board on right hand side. 

Can be furnished with enameled adjustable legs or con¬ 
cealed hangers only. 

See note on page 2 regarding legs. 



KITCHENETTE SINK 

Roll Rim Kitchenette 
Sink on concealed hang¬ 
ers, with strainer and 
l 1 ^" tailpiece. 



Plate F-1029 


DIMENSIONS 


Sink.20 x 22" 

Drain Board .20 x 20" 

Length over all 42" Back 12" 
Shipping Weight.... 180 lbs. 


Plate F-1029 With drain board on left hand side. 
Plate F-1030 With drain board on right hand side. 
Can be furnished with legs as described on page 2. 
When ordering specify plate number and size. 



Plate F-1032-A 

KOHLER ENAMELED ONE-PIECE Roll Rim 
Sink, on concealed hanger, enameled interchange¬ 
able drain board on concealed bracket, with 
strainer and 1*4" tailpiece. 

DIMENSIONS 

Back, 12" Length of Drain Board, 24" 

NOTE—Can furnish 18" long drain board for above sink. 


SIZES AND SHIPPING WEIGHTS. 


16 x 24" 

135 lbs. 

20 x 36" 

205 

lbs. 

18 x 24" 

150 lbs. 

20 x 40" 

210 

lbs. 

18 x 30" 

170 lbs. 

22 x 30" 

185 

lbs. 

20 x 20" 

150 lbs. 

22 x 36" 

210 

lbs. 

20 x 24" 

160 lbs. 

22 x 42" 

230 

lbs. 

20 x 30" 

175 lbs. 




Plate 

F-1032-A 

As described. 



Plate 

F-1032 

Less drain board. 



Can be furnished with painted or enameled adjustable legs. 


When ordering specify plate number and size. 
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THE MODERN WAY. 


8217-3 



This trade mark is permanently 
imprinted in the enamel of 
each piece of Kohler Ware. 


Kitchenette Sinks 

(Not shown in Catalog K) 


KOHLER CO. 

Manufacturers of 

ENAMELED PLUMBING WARE 
Kohler, Wisconsin, U. S. A. 
Shipping Point: Sheboygan, Wis. 


BRANCH OFFICES 


Boston 
New York 
Philadelphia 
Pittsburgh 
Detroit 


Indianapolis 
Chicago 
St. Louis 
St. Paul 


Houston 
Los Angeles 
Seattle 

San Francisco 
London 


BRANCH WAREHOUSES 

Boston . Commercial and Hanover Streets 
New York . 610-612 West 39th Street 

San Francisco . . . 571 Mission Street 










































Kitchenette Sink Combination 



•• - . 


Plate F-1008 

KOHLER ENAMELED ONE-PIECE Apron 
Kitchenette Sink with drain board, on concealed 
hangers, with strainer and 1 y 2 " tailpiece. 

ROUGHING-IN MEASUREMENTS AND DIMENSIONS. 


Sink.20 x 22" 

Drain board .20 x20" 

Length over all. 42% " 

Back. 12" 

Apron. 0" 

Center of outlet to wail. 10 %" 

Center of outlet to end of sink. 12 %" 

Center to center of cock holes. 8" 

Center of end cock hole to near end of sink. 8%" 

Top of rim to center of cock holes. 7 V 2 " 

Top of rim to bottom of outlet boss. G%" 


Approximate shipping weight, less fittings, 215 lbs. 

Plate F-1008 With drain board on left hand side. 

Plate F-1008-R With drain board on right hand side. 

Can be furnished with enameled or painted adjustable 
legs. Legs regularly furnished allow sink adjustment from 
30 to 36", and special length legs from 36 to 41" floor to 
top of rim. 


When ordering specify plate number. 


Kitchenette Sink Combination 



Plate F-1029 

KOHLER ENAMELED ONE-PIECE Roll Rim 
Kitchenette Sink with drain board, on concealed 
hangers, with strainer and iy 2 " tailpiece. 

ROUGIIING-IN MEASUREMENTS AND DIMENSIONS. 


Sink.20 x 22" 

Drain board .20 x 20" 

Length over all. 42" 

Back. 12" 

Center of outlet to wall. 10%" 

Center of outlet to end of sink. 12 %" 

Center to center of cock holes. 8" 

Center of end cock hole to near end of sink. 8%" 

Top of rim to center of cock holes. 7 % " 

Top of rim to bottom of outlet boss. 6%" 


Approximate shipping weight, less fittings, 180 lbs. 

Plate F-1029 With drain board on left hand side. 

Plate F-1030 With drain board on right hand side. 

Can be furnished with enameled or painted adjustable 
legs. Legs regularly furnished allow sink adjustment from 
30 to 36", and special length legs from 36 to 41" floor to 
top of rim. 


When ordering specify plate number. 
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This trade mark is permanently 
imprinted in the enamel of 
each piece of Kohler Ware. 


LOW CLOSET TANK 

(SMALL PATTERN) 


(Not shown in Catalog K) 


KOHLER CO. 

Manufacturers of 

ENAMELED PLUMBING WARE 

Kohler, Wisconsin, U. S. A. 
Shipping Point: Sheboygan, Wis. 


BRANCH OFFICES 


Boston 
New York 
Philadelphia 
Pittsburgh 
Detroit 


Indianapolis 
Chicago 
St. Louis 
St. Paul 


Houston 
Los Angeles 
Seattle 

San Francisco 
London 


BRANCH WAREHOUSES 


Boston 
New York 
San Francisco 


Commercial and Hanover Streets 
. 610-612 West 39th Street 
. 571 Mission Street 













LOW CLOSET TANK 



KOHLER Enameled Low Closet Tank, with 
brass fittings, nickel-plated brass supply pipe, 
elbow flush connection and double action lever 
with china handle. 


NOTE—Can furnish push button action fittings in 
place of lever. 


Flat back with two sets of slots for fastening to wall. 


Plate F-1315-A 
Plate F-1315 
Plate F-1316-A 
Plate F-1316 


ALL OYER ENAMELED, as described. 
ALL OYER ENAMELED, less fittings. 
Inside only enameled, as described. 
Inside only enameled, less fittings. 


Recessed back with concealed hanger. 

Plate F-1315-HA ALL OYER ENAMELED, as described. 
Plate F-1315-H ALL OVER ENAMELED, less fittings. 
Plate F-1316-HA Inside only enameled, as described. 
Plate F-1316-H Inside only enameled, less fittings. 

When ordering specify plate number. 


CLOSET COMBINATION 



KOHLER Vitreous China Syphon Closet and 
F-1315-HA Enameled Iron Tank. Complete with 
special white finish seat. 

Plate F-1345 As described. 


When ordering specify plate number. 










THE “VICEROY” 

(Patent Applied For—Name Reg. U. S. Patent Office.) 



THE “VICEROY” 

(Patent Applied For—Name Reg. U. S. Patent Office.) 

Plate F-12-J “Viceroy” Right Hand Corner Bath Tub. 
Fitted with combination concealed top supply, 2 inch secret 
waste and shower with V 2 " anti-scalding mixer, china 
handles, dials and escutcheons, shampoo, curtain rail and 
duck curtain. 

For sizes, dimensions, weights and additional description 
of bath tub, see inside pages. 

Shower illustrated can be used with any “Viceroy” 
Bath Tub. 


Sectional View of “Viceroy” Bath Tub showing permanent 
trade mark and parts built into wall and floor. 


To Avoid Substitution. This is the main reason for the 
permanent Kohler trade-mark. It is your right to identify 
Kohler Ware easily and quickly at all times. This is 
possible with the Kohler imprint shown in the accompany¬ 
ing illustration. 

Each piece of Kohler Ware is made with this imprint— 
the name KOHLER—incorporated in faint blue letters in 
the white enamel. It is inconspicuously placed, but easily 
found, and is unremovable. You are assured that when you 
specify Kohler Ware you can positively identify it. 

Each piece of Kohler Ware also has the name KOIILER 
cast on it in raised letters on the underside or on the back 
of the article. 

The Kohler trade-mark is a guarantee that each article 
bearing it is made in the world’s largest factory devoted 
exclusively to the production of enameled plumbing ware 
and that every fixture thus marked is of the Kohler quality 
—the highest. 


This trade mark is permanently 
imprinted in faint blue in the enamel 
of each piece of Kohler Ware. 


“VICEROY” BATH 
TUBS 

(Patent Applied For—Name Reg. U. S. Patent Office) 

(Not shown in Catalog K ) 


KOHLER CO. 

Manufacturers of 

ENAMELED PLUMBING WARE 
Kohler, Wisconsin, U. S. A. 
Shipping Point: Sheboygan, WIs. 


BRANCH OFFICES 

Boston Detroit St. Paul 

New York Indianapolis Houston 

Philadelphia Chicago Seattle 

Washington, D.C. St. Louis San Francisco 

Pittsburgh London 


BRANCH WAREHOUSES 

Boston . Commercial and Hanover Streets 
New York . . 610-612 West 39th Street 

San Francisco . . 571 Mission Street 
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THE “VICEROY” 

(Patent Applied For—Name Reg. U. S. Patent Office.) 

KOHLER ONE-PIECE ENAMELED flat bottom “Vice¬ 
roy” Bath Tub with slope end and enameled integral apron. 

This bath is ENAMELED ALL OVER and made for 
building % inch into walls and V 2 inch into floor. The 
rims for building into wall have an enameled raised strip 
to prevent any water that may creep under the wall from 
running back of the tub. 

CAN BE FURNISHED WITH WASTE OUTLET AT 
EITHER RIGHT OR LEFT HAND END AND FITTED 
WITH SUPPLY AND WASTE FIXTURE EITHER EX¬ 
POSED OR CONCEALED IN WALL AT CENTER, SIDE 
OR END OF TUB. 



Plate F-ll-IA 

WALL PATTERN 

Waste outlet at left hand end. With exposed top supply 
and 2 Vt" secret waste fixture, %" compression valves and 
supply pipes, china handles, shampoo nozzle, hose, spray 
and hook. 

Plate F-ll-IA With fixture shown. 

Plate F-ll-I Bath only, drilled for fixture only. 

Can furnish the above bath tubs with fixtures as shown 
in any of the illustrations. 


THE “VICEROY” 

(Patent Applied For—Name Reg. U. S. Patent Office.) 



Plate F-12-TL 


RIGHT HAND CORNER PATTERN 

Waste outlet at right hand end. With concealed over 
rim supply and 1*4" connected waste and overflow, V>" 
compression valves for iron pipe connections, china handles 
and escutcheons, shampoo nozzle, hose, spray and hook. 

Plate F-12-TL With fixture shown. 

Plate F-12-T Bath only, drilled for fixture shown. 



THE “VICEROY” 

(Patent Applied For—Name Reg. U. S. Patent Office.) 


SIZES 4V 2 , 5, 5 V> and C FEET 
DIMENSIONS 

Width over rim.30" Width inside .24" 

Width of exposed rim..3 Vi" Depth inside, at outlet.. 17" 

Floor to top of rim, 17 V>" 

Nominal sizes . 4 Vo ' 5' 5Vz' 6' 

Length over rim: — 

Wall pattern .55" 61" 67" 73" 

Corner and recess patterns.. 54" 60" 66" 72" 


APPROXIMATE SHIPPING WEIGHTS, LESS FIXTURE, 
BOXED 


Nominal Sizes 

4% 

5 

5Y2 

6 

feet 

Wall Pattern 

535 

615 

680 

700 

pounds 

Corner Pattern 

450 

515 

5t0 

660 

pounds 

Recess Pattern 

435 

480 

535 

625 

pounds 



Plate F-16-A 


Plate F-14-VL 

LEFT HAND CORNER PATTERN 

Waste outlet at left hand end. With concealed over rim 
supply and 2" secret waste fixture, V >" compression valves 
for iron pipe supply connections, china handles and es¬ 
cutcheons, shampoo nozzle, hose, spray and hook. 

Plate F-14-VL With fixture shown. 

Plate F-14-V Bath only, for fixture shown. 


RECESS PATTERN 

Waste outlet at right hand end. With concealed top 
supply and 2V\" secret waste fixture, %" compression 
valves for iron pipe supply connections, china handles and 
escutcheons, shampoo nozzle, hose, spray and hook. 

Plate F-16-A With fixture shown. 

Plate F-16 Bath only, drilled for fixture shown. 
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